AU  - National Guideline Clearinghouse (NGC)
TI  - Integrated sensor-augmented pump therapy systems for managing blood glucose levels in type 1 diabetes (the MiniMed Paradigm Veo system and the Vibe and G4 PLATINUM CGM system).
DP  - 2016
